THE

EARTHQUAKE.
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south, the greater part of the disturbed area was cut
off by the Mediterranean, and there are no records
forthcoming from the opposite coast of Africa. The

total area disturbed by the earthquake is roughly
estimated by the French Commission at about
154,000 square miles, and by the Italian Commission
at about 174,000 square miles; but, as the shock was
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